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ABSTRACT 

Nine of the planetary nebulae observed by the 
Wisconsin filter photometers are compared with 
15 Monocerotis in the spectral region 1430-4250 A. 
The data are corrected for the degradation of the 
filters of stellar photometer number four with 
time. Comparisons with simple models indicate 
that most of the observed nebulae are subject to 
some interstellar extinction in the far ultravio- 
let. However, NGC 246 and NGC 1360 appear to be 
nearly unreddened. Thus far no unexpected features 
have been found in the observations. 


This is a preliminary discussion of ultraviolet photometry 
of nine planetary nebulae by the filter photometers of the 
Wisconsin Experiment Package on 0A0-2. The observed nebulae 
were selected on the basis of total brightness and estimated 
small interstellar absorption. At the present only a small 
amount of the data has been reduced and compared with a simple 
model of the nebulae. When the study is complete, I expect to 
be able to check theories of nebular emission, to find redden- 
ing constants for the observed nebulae, and to find lower 
limits for temperatures of some of the central stars. 

There may be some question about the accuracy with which 
objects as faint as planetary nebulae can be observed with the 
OAO. One observational problem is that, in many cases, the 
dark noise is larger than the signal collected by the eight- 
inch telescopes. Fortunately, if the OAO is not near the 
South Atlantic Anomaly, the dark noise usually varies smoothly 
with time (McNall 1971) . Therefore, this contribution can be 
accurately subtracted from the observations if the dark noise 
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has been measured at the beginning and end of an observational 
sequence and at some intermediate point. A second problem is 
the possibility that the 10' field of view of the telescopes 
will include other faint stars that would confuse the measure- 
ments. This is a possible hazard for the measurement of both 
the star and the sky background. However, the nebulae and 
their central stars emit more strongly in the far ultraviolet 
than the average background star. Thus, contamination usually 
would be limited to the longest wavelength observations. In 
practice, I have found that even long wavelength measurements 
can be quite accurate. Observations have been made of pecu- 
liar O and B stars as faint as the 12th magnitude. The ratios, 
in magnitudes, of the measurements of these faint stars to the 
measurements of brighter stars at 4250 and 3320 A agree with 
the differences in ground-based B and U magnitudes. Moreover, 
at shorter wavelengths the differences in magnitudes between 
the faint stars and brighter stars with the same B-V and U-B 
colors agree with the differences in visual magnitudes to O 1 !^ 
and usually better. This is good agreement since the spectral 
types of the faint stars are not well defined and the stars 
may have abnormal ultraviolet fluxes. Hence, I am convinced 
that blue objects as faint as the 12th magnitude can be ob- 
served meaningfully by the OAO. 

Unfortunately, the shortest wavelength filters on OAO, 
those of stellar photometer 4 (Code et^ al_. 19 70) , have degrad- 
ed since launch. Since very short wavelength observations are 
necessary for the study of planetary nebulae, I have investi- 
gated the behavior of these filters as a function of time. In 
Figure 1 the relative loss of filter sensitivity, in magni- 
tudes, for early type stars is plotted against the number of 
orbits since launch. This degradation was determined by com- 
paring observations of eleven O and B stars which have been 
observed repeatedly during the lifetime of the satellite. 
Filter 1, the 1550 A filter, has undergone the least amount of 
change. Filter 3, the 1430 A filter, has degraded rapidly af- 
ter orbit 9000. Filter 4, the Lyman alpha filter, has degrad- 
ed continuously since launch and has suffered the greatest 
loss of sensitivity. The rate of degradation of filter 3 and 
of filter 4 has lessened greatly since orbit 13000. The mean 
deviation of the observations from these curves is 0704 for 
filter 1, 0?05 for filter 3, and 0707 for filter 4. A change 
in the effective wavelength of these filters has apparently 
accompanied the loss of sensitivity. The filters have become 
relatively more opaque to light of shorter wavelengths. There- 
fore, those stars which emit most of their light at longer 
wavelengths appear brighter in recent observations than pre- 
dicted from the curves in Figure 1. 

The results of the observations of the nebulae are present- 
ed in Table 1. In order to avoid questions of calibration and 
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STELLAR 4 FILTER DEGRADATION 



Figure 1. — Thu Ioaa o ft a enA Itlv Ity the fillterA o fa Atellar 
photometer ^our aA a function o {, time between launch and 
orbit 1 5,00 0 . Each orbit 1-6 approximately 100 mlnuteA . 
The-6e curve-6 were derived I or 0 and 8 a tar-6 . 


to highlight features of the observations, the results are 
presented in the form of magnitudes relative to 15 Monocerotis 
(07, V = 4.65, B-V = -0.25). These measurements have been 
corrected to the launch date for the degradation of the stel- 
lar 4 filters and for the decay of the 90 Sr calibration 
sources. I have not used the data from the Lyman alpha filter 
because for that filter the sky background is too bright in 
comparison to the nebulae. I have not used data from stellar 
3 filter 5 because, in recent orbits, the amount of light 
transmitted by that filter is a function of the position of 
the star image on the filter. I have not used the data from 
stellar 2 because red leaks in its filters make sky brightness 
measurements for planetary nebulae unreliable. 

Instead of discussing the details of all of the observa- 
tions, I will speak mostly about two representative objects, 
NGC 246 and NGC 6826. 

NGC 246 in the far ultraviolet appears to be an unreddened 
planetary with a moderately bright nebula and central star. 

It is similar to NGC 1360, but is fainter than that nebula. 




Table 1. The ratios, in magnitudes, of the ultraviolet fluxes of the nebulae 
to those of 15 Mon. The estimated errors in the table refer only to the 
measurements of the nebulae. No corrections have been tuade for inter- 
stellar extinction. 
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Figure 2 shows the photometry of NGC 246 relative to 15 Mon. 
The data for NGC 246 are the means of two observations and the 
sky background data are the means of observations of two skys. 
The observations are compared with a simple model which is de- 
rived from the results of ground-based observations. This 
model uses only the hydrogen two-photon and recombination con- 
tinuum radiation (Spitzer and Greenstein 1942, Seaton 1960, 
and Brown and Mathews 1970), the observed relative line fluxes 
(Minkowski 1942) , and the He II 1640 A flux estimated from the 
He II 4686 & line strength. The central star was represented 
by the model atmosphere #204 (T e ff = 200,000°K and log g =7.0) 
of Hummer and Mihalas (1970). This atmosphere was adjusted to 
the B magnitude of Liller and Shao (1968). The Hg flux was 
estimated from the 2695 MHz radio measurement of Davies et al. 
(1967) . The relation between the nebular flux and the stellar 
magnitude was derived using the absolute flux measurement of 
Vega by Oke and Schild (1970) . The nebular temperature was 
assumed to be 10,000°K. Every hydrogen recombination which 
entered the n = 2 level for the first time in the 2 2 S state 
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Figure 2. — Filter photometry ofi NGC 246 relativ e to 15 Mon. 

The o bt> ervationt, otf Lilian, and Shao [196 S) are 8 and U mag- 
nitudes o l the central star. The model nebula it, described 
in the text. No corrections have been made fior ultraviolet 
extinction . Note that the observed and model nebulae 
nearly coincide at wav elengths shorter than 2 50 0 A. 
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was assumed to result in two-photon emission. The calculated 
model was related to the 0A0 observations by the normalization 
factors derived by Code (1970) from B3 V models and observa- 
tions. No reddening corrections were applied. Although a 
number of approximations were made in constructing the model, 
the fit with observations is good. In the model most of the 
radiation at wavelengths longer than 2 500 A is contributed by 
the nebula. At 1910 A the model star contributes two-thirds 
of the flux. Q The He II 1640 A emission line causes a small 
bump at 1550 A. The agreement between the observations and 
the unreddened model indicates that this nebula is little 
reddened. This agrees with Kaler's (1970) estimated reddening 
constant of 0.0. 

NGC 6826 is typical of most other nebulae observed in that 
the interstellar absorption appears to be significant. Figure 
3 shows the photometry of NGC 6826 relative to 15 Mon. The 
model nebula was generated in the same manner as that of NGC 
246. The relative line fluxes are from O'Dell (1963) and the 
Hg flux is from Collins, Daub and O'Dell (1961). The magni- 
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tude of the central star is from Kostjakova et. ad. (1968). As 
is seen in the figure, the model nebula increasingly deviates 
from the observed nebula at short wavelengths. This trend 
could be eliminated with the average reddening curve of Bless 
and Savage (1972) if the E(B-V) were 0.14. This color excess 
corresponds to a reddening constant of 0.19. This reddening 
constant is consistent with the values of 0.24 given by Oster- 
brock (1964) and of 0.18 given by Kaler (1970), but it dis- 
agrees with the values near 0.0 given by Thompson, Colvin and 
Stanley (1967) and by Terzian (1968). 

NGC 7293 causes special problems because its angular extent 
is larger than the field of view of the photometers. The ob- 
servations presented here were centered about 3! 5 north and 
1.5 east of the center of the nebula. There is a possibility 
that the four telescopes were not perfectly aligned so that 
the data from different telescopes may refer to different 
parts of NGC 7293. 

In conclusion, the OAO observations of planetary nebulae 
appear to be good. Thus far no unexpected features have been 
found. New observations of planetaries and reductions of 
earlier observations are still being made. With more refined 
models, I expect to extract more information from the data. 

I want to thank Dr. M. R. Molnar, Dr. T. E. Houck, Dr. C. 

F. Lillie, and Dr. R. C. Bless for assisting in acquiring the 
data, Dr. A. D. Code and Dr. B. D. Savage who emphasized the 
importance of the hydrogen two-photon emission in the ultra- 
violet spectra of planetary nebulae, and Dr. S. R. Heap who 
made her observations of NGC 1535 available to me. Finally, 
special thanks are due to the OAO project personnel, the 
operations crews, and the programmers who are continuing to 
maintain the OAO as an operating observatory. 
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